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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 21851 110926Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 ICA-11 
TRSE-00 SOE-02 DOE- 15 CIAE-00 COME-OO /049 W 

084512 120406Z/20 

R 110924Z JUL78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4567 

CONFIDENTIAL PARIS 21851 

US OECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: U.S. THERMOLUMUNIESCENT DOSIMETERS AND 
DOSIMETRY POWDER TO HUNGARY 

REF: COCOM DOC (78) 484 

1 . UKDEL INDICATES THAT HIS AUTHORITIES BELIEVE 
THAT THERE MAY BE SOMETHING LEFT OUT OF PARAGRAPH 2 
IN THE REFERENCED CASE SINCE AKA IMPORT MENTIONED IN 
THAT PARAGRAPH IS A TRADING COMPANY AND NOT A NORMAL 
END-USER OF THIS TYPE OF PRODUCT. BRITISH AUTHORITIES 
WOULD LIKE NAME OF END-USER AND NATURE OF END-USE. 

2. ACTION REQUESTED: INFORMATION FOR ANSWERING 
BRITISH QUESTIONS. 

SALZMAN 

CONFIDENTIAL 
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